TACTICAL RESPONSE REPORT/Chicago Police Department 


1 DATE OF INCIOE NT 

TIME 

19-JUL-2015 

03:56:00 


2. ADDRESS QF OCCURRENCE 

03:S6rOO 2336W21STST CHICAGO, IL 60608 


3. LIJCATION CODE 

303 



5 POSITION 5, LAST NAME 

7. FIRST NAME 

|d. STAR NO. S.SEK 

10, RACE CODE 

jit.AGE 12 HI. 13.Wr, 

9161 MIKHAIL 

ZAYA E 

112044 

“]02F WHI 

600 215 

14 DATt OF APPT, |l5, EMPLOVEE NO 

05-DEC-2005 

16. UNITS SEAT OF ASSIGNMENT 

012 1231R 

17. DUTY STATUS 

[^01 On I I 02 Off 

18. MEMBER INJURED? 

[H 01 Ves ^ &2 No 

19, MEMBER IN UNIFORM? 

01 Ybs j™^ 02 No 



j 2S. TELEPHOKIE HO j30. WAS SUBJECT ARMED? 

01 Yas Q 02 No 


31. SUBJECT INJURED? 32. SUBJECT ALLEGED INJURY? 

|%1 01 Yas 02 NO IXI [Zl 


33. WHERE WAS MEDICAL TREATMENT OBTAINED? 

COOK COUNTY HOSPtTAL - STROGER HOS 


33. CHARGES PLACED 


35, CCNDITIOH Q 0, Atparaotly Normal 

i^l 0-3 Hospltsozac) [Z 01 Not Ho^ilallzeO 


P~| DNA S7 CB NO 

191540S4 


I I 02 Under Innuence 
□ CIS Refund Medical i^lcF 


I I DNA 


ASSAILANT ASSAULT 


DiD NOT FOLLOW 

^ tn vesaAL OJRecTioN 

K g 

y O STIFFENED 

^ C {DEAD WEIGHT) 


\ MEMBER PRESENCE 
VERBAL COMMANDS 



g ^ ESCORT HOLDS 
UJ S WRiSTLOCK f 

l£l ? k= 

S QL ARMSAR f 

^ 0 \ _I 

PRESSURE SENSITIVE AREAS Q 

CONTROL INSTRUMENT 

OCjCHEMICAi. WEAPON f” 

VVyALflHORlSATION ^ 

OTHER__ 


OCroHEMiGAL WEAPON AUTHORIZED BY (NAME) 


PULLED AWAY [ 

OTHER _ 


OPEN HAND STRIKE 
TAKE DOWN / EMERGENCY 
HANDCUFFING 

OC CHEMICAL WEAPON 
CANINE 

TAS6R ^Proba Oiactwrqe) 
TASER {Contact Sturt) 
TASER {Spaftt OlspJsi'ed) 
OTHSR _ 


IMMINENT THREAT 
OF BATTERY 


CLOSED HAND 
STRIKEIPUNCH 


IMPACT WEAPON 
(Oascnba m Box 40) 


ASSAILAMT; BATTERY 


ATTACK WITH WEAPON p~| 

ATTACK WITHOUT I 

WEAPON I I 

OTHER _ 


KNEE STRIKE f I 


IMPACT MUNITION 
(Descncafn Box 40] 


assailamtioeadly force 


uses FORCE LJKELY TO 
CAUSE DEATH OR 
GREAT BODILY HARM 


OTHER _ 


FiReARM 


40. ADDITIONAL INFORMATION 

OFFENDER'S FIREARM: KHAR CM9 9MM SEMI-AUTO HANDGUN NICKEL FINISH. 


41, WEAPON TYPE 

[XI M SEMI-AUTO PISTOL 

[_I 01 REVOLVER 

1 1 OS chemical WEAPON 

n 02 RIFLE 

n TASER (Probe Discharga) 

f~| t>3 SHOTGUN 

1 1 07 lOTHER 


*2. JNCiOENT OCCUftREO 
[~| Indoors Outdoors 


45, MAKE/MANUFACTUREP. 
3PRINOFIELD ARMORY MIA 


43 UGlfTING CONDITIONS Q M Daylight 
Q 02 MighI Q 03 Dawn Q 04 Dusk 
o 05 Poor Aftlficral g) 08 Anlflcwi 


44 WEATHER CONDITIONS 

CLEAR 


45. MODEL 

XD45 


4T. barrel LENGTH 

5 


46 CALlBCRfCAUGe 

45 CAL 


4B TASER DART ID NO. 


54, SPECIAL WEAPON CERTIFICATE NO, 


5, PROPERTY INVENTORY NO. 


56 TYPE OF AMMUNiTfON USED 

.45 


57.MO. OF WEAPONS DISCHARGED BY 
THIS MEMBER. . 

1 


55, TOTAL NO. OF SHOTS MEMBER 
FIRED 


59 WHO FIRED FIRST SHOT Q1313 OTHER {SPECIFY) WAS FIREARM RELOADED 

_ _ DURING INCIDENT 

^ OT MEMBER fj £>2 OFFENDER [H yES ^ 02 NO 


S3, HOW^ WAS MEMBER'S HANDGUN DRAWN Q 03 OTHER (Specify) 
^ 01 STRONG SIDE DRAW □ 02 CROSS DRAW 


66, DESCRIBE PROTECTJVE COVER USED {LIGHT POLES, DOORWAYS. CAR. FURNITURE. ETC) 

N/A 


6B PERSONraBsfECT STRUCK AS RESULT OF THE DISCHARGE OF MEMBERS WEAPON 
g] 01 PERSON □ 02 OBJECT □ 03 BOTH □ 04 UNKNOWN 


\S FIREARM RELOADED 61. NO OF CARTRIDGES/ 

JG INCIOE NT SHOT SHELLS 

□ 01 YES [S 02 NO RELOADED 


.. SPECIFY METHOD^OUrPMENT USED TO RELOAD 


62. HOW WAS MEMBER'S HANDGUN 'WORM Q 03 OTHER (Specify) 
g] 01 RT SIDE (WAIST) □ 02 LT, SIDE (WAIST) 


B& DID MEMBER USE SIGHTS 
g| 01 YES □ 02 NO 


67. DISTANCE BETWEEN INVOLVED MEMBER & OFFENDER WHEN FIRST SHOT WAS FIRED 
□ OtO-05FT □ 0205-10FT. Q D310-15FT g| 04OVeRl5FT. 


89. POSITION OF MEMBER DISCHARGING WEAPON g 01 STANDING Q 02 LYING DOWN 
□ DC sitting □ 04 kneeling □ OS OTHER (SPECIFY) 




73. REPORTING MEMBER (Pnnt Name) 

STAEL^MPLOYEE NO. 

OROZCO, ABEL 

16M 

19-4UL-2015 09r03:18 



Reviewing supervisor will ensure the legibility and completeness of this report and attest by entering the required information below. 


74, REVIEWING SUPERVISOR {Prim Narna) STAR NO. SIGNATUR^^^ I DATE REVIEWED TIME 

OROZCO, ABEL -1674 jig-JUL.2G1S Q9;16:04 



NOTIFICATIONS (OC OR TASER INCIDENT): 

□ OEMC 

□ DSS & LT./DIST. OF OCCUR. 

□ CPtC 


NOTIFICATIONS {FIREARM INCIDENT): 

[S OEMC 

DSS/DIST. OF OCCUR & OCIC 

H cPtc 

S DET. DIV, 

Members will ensure that all required notifications and all witnesses to this use of force are documented in the appropiate case report. 




■0N1N3A3 di 





















































UEUTENANT OR ABOVE/OCiC REVIEW 


THE ON^CALl INCIDENT COMMAWOER (OCiC) WILL COMPLeiE THE REVIEW SGCTSOM FOR 1.) ALL JNCIOENTS INVOLVING THE DISCHARGE OF A FIREARM BY A DEPARtMENT MfiMaER; 2.} ALL INCIDENTS 
INVOLVING THE SERIOUS INJURY OR OSATH OF A WeMBER OF THE PUBLIC SUBSEQUENT TO INTERACTIONS WITH A DEPARTMENT M EM BER, 3.) ALL INCI DENTS FNVOLVING TH E DISCHARGE OF IM PACT 
MU NITIONS BY A DE PARTMENT MEMBER; 4.) ANY LESSER USE OF FORCE BY A DEPARTMENT MEMBER WHEN THAT USE OF FORCE STEMS FROM THE SAME INC IDENT D ESCRISEO HERE IN 1 THROUGH 
3 

THE ASSIGN ED INVESTIGATING SUPERVISOR THE RANK OF LIEUTENANT OR ABOVE FROM THE DISTRICT OF OCCURRENCE WILL COMPLETE TH E REVIEW SECTION FOR ALL OTH ER INC IDENTS. 


7&, SUBJECTS STATEM ENT REGARD! NG THE USE OF FORCE | DMA | | REFUSE 

Subject sustaired muitEple gunshot wounds and is in surgery. He cannot be interviewed at this time. 


INTERViEVJ NOT CONDUCTED fSpecI#^ Reeson) 


7S. LIEUTENANT OR ABOVE/OCIC RATIONALE FOR BOX 77 FINDING 


Based on what is known at this time at this stage of the investigation, a praiiminary determination has been made that the discharges by Officer Zaya Mikhail 
#t2044 are within department guidelines in that Officer Mikhail, while attempting to question a subject fitting the description of an armed robbery offender, 
fired his weapon muitipie times when the subject removed his gun from his waistband and turned toward Officer Mikhail placing him In fear of being shot, The 
subject sustained multipie gunshot wounds during ttiis encounter and was placed under arrest after a short foot chase. The offender's weapon was recovered. 


77 LIEUTENANT OR ABOVETOCtC FINDING BASED UPON CURRENTLY AVAILABLE INFORMATION’ 


I HAVE CONCLUDED THAT THE MEMBER'S ACTIONS 
WERE IN COMPLIANCE WITH DEPARTMENT 
PROCEDURES AND DIRECTIVES 


□ i HAVE CONCLUDED THAT FURTHER INVESTIGATION IS REQUIRED 


LOG NOJCRNO_ 1076204 _ _OBTAINED 


7e LieUTENArJT or AflOVE/QCIC {Pnnl Name) 


DATE COMPLETED 













